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LIMITED OFFICIAL USE ADDIS ABABA 2046 

CORRECTED COPY (MRN 2046 VICE 1953) 

E.O. 11652: N/A 
TAGS: MAAR ET US 

SUBJECT: LANDING/PARKING/NAVIGATION FEES AND MAAG SUPPORT COSTS 
REF: 75 ADDIS 14935 (DTG 301256Z DEC 75) 

1 . EMBASSY WOULD APPRECIATE RESPONSE TO PARA 1 REFTEL AS 
SOON AS POSSIBLE. MINISTRY OF FOREIGN AFFAIRS REQUESTED 
INFORMATION CONCERNING MAAG SUPPORT COSTS ALMOST TWO MONTHS 
AGO AND WILL BEGIN TO QUESTION SERIOUSNESS OF US INTEREST 

IN RESOLVING THIS ISSUE UNLESS EMBASSY CAN PROVIDE THE 
RESPONSE IN THE NEAR FUTURE. 

2. EMBASSY RETAINS INTERESTS IN INFORMATION REQUESTED PARA 2 REFTEL 
BUT THIS IS A LESS URGENT MATTER AND SHOULD NOT HOLD UP SUB- 
MISSION OF MAAG SUPPORT COSTS DATA. 
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